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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 00723 2022 15Z 
63 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 MED-03 HEW-06 RSC-01 /028 W 

100091 

P 202033Z JAN 75 

FM AMEMBASSY CARACAS 

TO SECSTATE WASHDC PRIORITY 7330 

UNCLAS CARACAS 0723 


E.O. 11652: N/A 
TAGS: BEXPVE 

SUBJECT: SOLO HEALTH CARE EXHIBITION 

SUGGEST APPROPRIATE THEME FOR TWO-DAY MEDICAL 
SYMPOSIUM DURING SOLO EXHIBITION WOULDBE DIAGNOSTIC 
TECHNIQUES IN THE ELECTRONICS AGE. THIS THEME CONSISTANT 
WITH GENERAL THEME OF EXHIBIT AND SOME EXHIBITING MANUFACTU- 
RERS MIGHT BE WILLING TO LEND RESEARCH 
JR STAFF FOR PURPOSES OF 

SYMPOSIUM. COULD INCLUDE MANY NEW ASPECTS OF RAPID DIAGNOSTIC 
TECHNIQUES E.G., ATOMIC TRACERS, BLOOD ANALYSERS, SPECTRO- 
PHOTOMETRIC APPARTUS ALL OF WHICH GIVE QUICK RESULTS ON A 
MASS-PATIENT BASIS. THIS CONSISTANT WITH GOV DESIRE TO 
BRING MODERN HEALTH CARE WITHIN REACH OF EVERY 
VENEZUELA. 

MCCLINTOCK 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CARACA00723 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750021-0658 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 38/aaaabhhg. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 APR 2003 by MarshK0>; APPROVED <25 Nov 2003 by MorefiRH> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SOLO HEALTH CARE EXHIBITION SUGGEST APPROPRIATE THEME FOR TWO-DAY MEDICAL 
TAGS: BEXP, VE 
To: STATE 
Type: TE 
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